


ELECTRIC GUITARS 





























lished ¢ 
ted Super 70 Anti-Hum 


ld. plated Smooth-Tuner machine 





# Finish; Cherry Sunburst 


th: 40 Width: 1747124 
Scale: 244 


Width : 174x124 
Scale: 244 























"Body: Carved curly maple top with solid: mahogany | = Body: Carved curly maple top with solid mahogany 


feckes Hava laminated saples Savin’ necte "Neck: Hard laminated maple. Set-In neck 
erboard: Polished ebony with pearloid trapezoid = Fingerboard ; Polished ebony with pearloid trapezoid 
inlays. 
* Pickups: Two chrome plated Super 70 Anti-Hum I ne plated Super 70 Anti-Hum 
pick 
* Machine heads: Chrome plated Smooth: Tuner machine 
heads. 
inish: Jet Black. 


ime plated Smooth: Tuner machine 
heads, 
™ Finish: No. 2651BS_ Tobaceo Brown Sunburst 
No. 2651CW Cherry Wine 
Full Length: 40° Width 


114 . 
+ Full Length: 40 Width 
Frets: 22 Scale: 243 a 


Frets; 22 Scale 



































| No. 2386 


= Body 


Arched curly maple top with mahogany body 
Set-In neck 
Ebonized rosewood with pearl block 





eck: Hard laminated maple. 
© Fingerboard 
inlays 
= Pickups: Two Super 70 Anti-Hum pickups 
™ Machine heads: Chrome plated Smooth-Tuner machine 
heads. 
"Finish: Cherry Sunburst. 


Width 


Full Length 40 
Frets: 22 
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= Fingerb 
= Pickups 


arts: C 
nish 





Arched birch top with mahogany body 





i'd laminated maple. Detachable neck 
ard: Ebonized rosewood with pearloid block 





Two gold plated Super 70 Anti-Hum 
pickups. 


Jet Black. 
eth = 40 Width : 174122 
2 Scale: 242 




















No. 2350CS 


"Body: Arched birch top with mahogany body. 
"Neck: Hard laminated maple. Detachable neck 
"Fingerboard : Ebonized rosewood with pearloid block 
inlays, 
"Pickups: Two gold plated Super 70 Anti-Hum 
pickups, 

"Parts; Gold plated. 

"Finish; Cherry Sunburst 

Full Length: 40° Width : 17 
Frets: 22 Scale: 24 
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id birch top with mahogany body 
Hard laminated maple. Detachable neck 
yRerboard: Ebonized rosewood with pearloid block 
inlays, 
"Pickups: Two gold plated Super 70 Anti-Hum 
pickups, 
= Parts: Gold plated 
"Finish; White. 


Full Length: 40° Width 
Frets : 22 























Body 





Arched curly maple top with mahogany body 





= Neck: Hard laminated maple. Detachable neck 
= Fingerboard: Ebonized rosewood with pearloid 
trapezoid inlays. 
= Pickups: Two Super 70 Anti-Hum pickups. 
= Parts: Chrome plated, 
= Finish: Flamed Brown Sunburst. 
Full Length : 40 Width = 1747123 
Frets: 22 Scale: 243 














= Body: Arched birch top with mahogany body. 

= Neck: Hard laminated maple. Detachable neck. 

Fingerboard - Ebonized rosewood with pearloid 

trapezoid inlays. 

Pickups: Two chrome plated Super 70 Anti-Hum 
pickups. 

Parts: Chrome plated, 

= Finish; Gold Top. 



















Full Length 40° 
Frets: 22 



































= Body: Arched curly maple top with tortoise shell 
colored binding. 
"Neck: Hard laminated maple. Detachable neck. 
"= Fingerboard: Ebonized rosewood with tortoise shell 
colored bindings, 

"Pickups: Two gold plated Super 70 Anti-Hum 
pickups 

"Parts: Gold plated. 

"Finish: Cherry Wine, 


Full Length: 40 Width 1 
Frets: 22 Scale: 24 


74x12 


4 





"Body: Arched curly maple top with tortoise shell 
colored binding. 
© Neck: Hard laminated maple. Detachable neck. 
® Fingerboard : Ebonized rosewood with tortoise shell 
colored bindings. 

"Pickups: Two gold plated Super 70 Anti-Hum 
pickups 

= Parts: Gold plated. 

© Finish: Natural 


Full Length : 40 
Frets 




















Arched birch top with mahogany body 
® Neck: Hard laminated maple. 
ingerboard ; Ebonized 





rosewood fingerboard 
Two chrome plated Super 70 Anti-Hum 


ts: Chrome plated. 





























™ Pickups: Two 
= Parts: Chrome plated. 
= Finish: Mahogany’ finish. | 





40° Width: 174 
Scale: 244 























No. 2350L 


Special guitar for Left-Hander 


= Body: Arched birch top with mahogany body 
ard laminated maple. Detachable neck. 


d rosewood with pearloid block | 


= Pickups: Two gold plated Super 70 Anti-Hum 
pickups. 

= Parts: Gold plated. 

™ Finish: Jet Black. 


Full Length : 40° Width: 174°x124" 





Frets: 22 Scale: 242 








Special guitar for Left-Hander 

® Body: Arched curly maple top with mahogany body 
= Neck: Hard laminated maple. Set-In nec 

= Fingerboard: Ebonized rosewood with pearl block 


= Pickups: Two Super 70 Anti-Humt pickups. 

™ Machine heads: Chrome plated Smooth-Tuner machine 
heads. 

= Finish: Cherry Sunburst 


Full Length: 40 Width : 174X124 
Frets: 22 Scale: 244° 

















ny top with 
Detachab 





tis Hum pickups. 
™ Controls: Master volume, tone switch, individual treble 
treble controls, High-Low imped: and bass controls. High-Low impedance 
In.Out phase switch, selector. In-Out phase switch, 
= Machine heads: Chrome plated Smooth-Tuner machine = Parts: Chrome plated, 
heads. = Finish: Mahogany 
= Finish: Mahogany 
















Full Length : 434 Width: 18°13" 
Full Length: 404 Width: 18°14 Frets: 22 Scale: 303 
Frets: 22 Scale: 244 





























No. 2451 NT 


= Body: Figured maple body 

= Neck: Hard laminated maple. 

® Pickups: Two chrome plated Super Humbucking. 
pickups, 

"Controls: Master volume, midrange and treble roll-off 
controls. 6-position transfer switch 

"= Parts: Chrome plated. 

= Finish: Natural maple 


Full Length : 39-4 Width = 1647134 
Frets: 24 Scale: 242 








Maple body: 
Hard laminated maple. 
No.2452 Detachable. 
No, 

"= Fingerboard: Ebonized rosewood with pearloid dot 

inlays. 
= Pickups: Two chrome plated powerful pickups, 
trols: Master volume midrange and treble roll-off 


Full Length : 46 Width : 204-154 
Frets: 20 Scale: 344 





















No. 2654 


= Body: Selected solid mahogany 
feck : Hard selected mahogany. Set-In neck. 


= Fingerboard: Ebonized rosewood fingerboard with pearl 


















machine heads. 
Finish: Walnut finish 








Full Length : 994 
Frets: 22 











inlays inlays. 

© Pickups: Two chrome plated Super 70 Anti-Hum © Pickups: Three gold plated Super 70 Anti-Hum, 
pickups pickups 

© Parts: Chrome plated metal parts and Smooth-Tuner = Parts: Gold plated metal parts and vibrato tailpiece, 










No. 2383, No. 2383WH 


= Body ; Selected birch top with mahogany body 
= Neck: Hard laminated birch. Detachable neck. 
© Fingerboard : Ebonized rosewood fingerboard with pearl 











No 





3 Walnut finish, 


White finish, 


® Finish 


No. 2383WH 


Width 
Seale 






























No. 2440 


® Body : Selected birch top with mahogany body 
| Neck: Hard laminated birch. Detachable neck 
Setting : 22 fret setting, 
inerboard : Ebonized rosewood fingerboard with 
pearloid inlays, 
® Pickups: Two Super 70 Anti-Hum pickups. 
® Parts: Chrome plated. 





Full Length: 39:47 
Frets: 22 








® Body : Selected birch top with mahogany body 
® Neck ninated birch. Detacha 
© Setting etting. 

ingerboard : Ebon 


le neck, 


ed rosewood fingerboard with 
pearloid inlays, 

Two gold plated Super 70 Anti-Hum 

pickups. 

Parts: Gold plated, 

© Finish: White, 


© Pickups 


Full Length: 394° Width: 16°12 


Frets: 22 Scale: 243" 























= Body: Selected birch top with mahogany body 
"= Neck; Hard laminated birch, Detachable neck 
ting: 22 fret setting. 
= Fingerboard : Ebonized rosewood fingerboard with 
pearloid inlays, 
Pickups: Two chrome plated Super 7 
pickups 








Anti-Hum 


= Parts: Chrome plated metal parts and vibrato tailpiece. 
= Finish: Walnut finish, 

Full Length : 39+ Width : 16° 123 

Frets: 22 Seale: 243 

















© Setting : 22 fret setting, 
® Fingerboard : Ebonized ro 


= Pickups: Two chrome plated Super 70 Humbucking 





ish: Walnut finish | 


Full Length: 394 Width : 16° 123" 
Frets: 22 Scale: 244 


Selected birch top with mahogany body | 
Hard laminated birch, Detachable neck, 





‘ood fingerboafd with 
pearloid inlays. 





pickups 
Chrome plated 





























No. 2354B 


® Body: Selected birch top with mahogany body. 
® Neck: Hard laminated birch. 

® Fingerboard : Ebonized rosewood fing 
pearloid dot inlays, 

™ Pickups: Two chrome plated powerful humbucking bass 
pickups 

= Parts: Chrome plated 


© Finish Walnut finish 


Width: 16 
Scale: 304 


Full Length : 42 
Frets: 20 


128 








No. 2354SB, No. 2354LB 


ny body, 
-ck and slotted 


ted birch top with mahoy 


tachable neck. 
Fingerboard ; Ebonized rosewood fingerboard with 
pearloid dot inlays. 
™ Pickups : Two chrome plated powerful humbucking 
pickups, 
Control : 3:position tone selector. 
"Finish: Walnut finish 
No. 2354SB Full Length: 424 
Frets: 20 
No.2354LB Full Length: 454 
Frets: 20 


Width: 16°12 
Scale: 304 
Width 16 
Scale: 33 

















No. 2352CT 


















© Body : Selected birch top with mahogany body. 
ard laminated maple. Detachable neck. ® Neck: Hard laminated maple. Detachable neck 
‘© Fingerboard : Maple fingerboard with black dot inlays © Fingerboard: Maple fingerboard with black dot inlays. 
‘= Pickups: One chrome plated powerful humbucking © Pickups: Two chrome plated powerful humbucking 
pickup and one hi-fidelity single coil pickup, pickups 
'= Parts: Chrome plated. = Parts: Chrome plated. 
® Finish: Black = Finish: Mahogany 


Full Length: 383° Width: 16°13" Full Length : 383, 
Frets: 21 Scale: 254° Frets: 21 



















Width 
Scale 


16°13" 
254 











































© Body : Selected birch top with mahogany body 
jeck: Hard laminated maple. Detachable neck 
‘ingerboard : Maple fingerboard with black dot inlays. 
® Pickups: Two hi-fidelity single coil pickups. 
® Controls: Master volume and master tone controls. 
ish: Blond finish. 


I Length: 383° Width: 16 
Frets: 21 Scale: 254 








No. 2353L-DXx 


Body : Selected bitch top with mahogany body 
Neck: Hard laminated maple. Detachable neck 
‘ingerboard: Maple fingerboard with black dot inlays. 
Pickups : One chrome plated hi-power bass pickup. 

= Control: One volume and one tone control. 

Finish: Jet Black 
Full Length: 442 Width = 183°% 123 
Frets: 20 Scale 

















No. 2375WH, No. 2375BK 


= Body: Selected birch top with mahogany body. = Body: Selected birch top with mahogany body. 

"Neck: Hard laminated maple. Detachable neck. | *Neck: Hard laminated maple. Detachable neck 

"Fingerboard: Maple fingerboard with black dot inlays, © Fingerboard : Maple fingerboard with black dot inla 

"Pickups: Three hi-idelity single coil pickups. kups: Three hi-fidelity single coil pickups, 

"Controls: S-position pickup selector. Master volume Controls: S-position pickup selector, Master volume 
and two tone controls. nd two tone controls. 





















"Finish: Black-cherry Sunburst. "Finish: No,2375WH White, 
Full Length: 39° Width: 18°122" Re 
Frets: 21 Scale: 254° Full Length : 99° 





Frets: 21 





























® Body: Arched curly maple top with selected maple back = Body: Arched curly maple top with selected maple back. 
and rims 


® Neck: Hard laminated maple. Set-In neck, = Neck: Hard 
= Fingerboard: Ebonized rosewood fingerboard with ingerboard : El 
fancy pearloid inlays, fancy int 

® Pickups: One gold plated Super 70 Anti-Hum ] = Pickups: One gold plated Super 70. Anti-Hum 
pickup mounted to end of fingerboard. pickup mounted to end of fingerboard. 

= Controls: Individual volume mid-range and treble roll: * Controls: Individaul volume mid-range and treble roll: 
off controls, off controls, 

® Finish: Brown Sunburst finish ® Finish: Cherry Wine finish. 


Full Length: 41 Width: 20°16" Full Length : 41° Width 
Frets: 22 Scale: 244 Frets: 22 Scale 





























2467, No. 246 





No. 2457, No. 2457 


‘Thin Electric Stereo Acoustic Guitar. 
"Body: Arched birch top with se 


= Body: Arched birch top with selected birch back and 
rims, Built-in anti-feedback block, 





ted bireh back and 








rims. Built in anti-feedback block # Neck: Hard laminated maple, Set-In neck, 
feck ; Hard laminated maple. Set-In neck. ‘= Fingerboard ; Ebonized rosewood fingerboard with 
. joid inlays, 





pearloid inlays, = Pickups: Two gold plated Super 70 Anti-Hum: 
® Pickups: Two gold plated Super 70 Anti-Hum pickups. pickups, 

= Controls: Twa 

"Parts: Gold pl 









= Controls: Two tone and two volume controls, 
6-position vari:tone control. 

= Parts: Gold fancy tailpiec 
ach 





d two volume controls, Playable 
6-position vari-tone control. || 
ibrato tailpiece and Smooth-Tuner 












nd Smooth-Tuner 








| 

| 

i 
erhoard: Ebonized rosewood fingerboard with pe 
= Finish: D 





No.2457WN Walnut. |} 
Full Length : 42 Width : 19°16: 
Frets: 22 Scale: 244 


Walnut. | 
































™ Body: Arched birch top with selected birch back and 
rims. 
"Neck : Hard laminated maple. Set-In neck. 
™ Fingerboard: Ebonized rosewood fingerboard with 
pearloid inlays, 
= Pickups: Two chrome plated Super 70 Humbucking 
pickups 
® Controls: Two tone and two volume controls, 
arts: Chrome plated tailpiece and Smooth- 
machine heads, 
= Finish: Cherry 
Full Length: 42 
aia 








—-_ 


Sec 
isis] 


= Body: Arched birch top with selected birch back and 


® Neck : Hard laminated 


maple. Detachable neck 


® Fingerboard : Ebonized rosewood fingerboard with 


pearloid 


inlays, 


= Pickups: Two gold plated Super 70 Anti-Hum, 


pickups. 
™ Controls: 3-position 


two volume ct 


= Parts: Gold plated tail 
inish : Cherry 
ull Length ; 42 








ati-tone selector. ‘Two tone and 
I, 
and machine heads, 


Width : 197164 
Scale: 243 




















No. 2470, No. 2460 


"Body: No,.2470-Carved solid spruce top with curly 
‘maple back and rims 
No. 2460-Arched laminated spruce top with curly 
‘maple back and rims 
Neck: Hard laminated maple Set-In neck 
Fingerboard : Polished ebony fingerboard with pearl 
inlays, 
"Pickups: Two gold plated Super 70 Anti-Hum 
pickups 
™ Parts: Gold plated tailpiece and Smooth-Tuner machine: 
heads. 
“Finish ; Natural 
Full Length: 41-4 
Frets: 20 


"Body: Arched spruce solid top with curly maple back 
and rims 
k: Hard laminated maple. Set-In neck. 
‘Fingerboard : Polished ebony fingerboard with pearl 
inlays. 
™ Parts: Gold plated tailpiece and Smooth-Tuner machine- 
heads 
"Finish: Brawn Sunburst 


Full Length : 41+ 
Frets: 20 























® Body: Arched spruce top with curly maple bi 
® Neck: Hard laminated maple. Set-In neck 
® Fingerb hed ebony fingerboard with pearl 


I 
] = Pickups: Upper gold plated Super 70 Humbucking 
I pickup mounted to the end of fingerboard and 


lower gold plated pickup mounted to the 
pickguard. 

* Controls: Two volume, two tone and one pickup 
selector switch mounted to the pickguard, 


© Parts: Gold plated fancy tailpiece and Smooth-Tuner 


machine heads, 
nish : Nat 
Full Length Width 


21°x 17 
Frets: 20 Seale: 242 











h 
ch 
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No. 2461BS 
ae 
with curly maple back and 
© Neck: Hard laminated maple. Set-in neck 
ingerboard: Polished ebony fingerboard with pearl 
ink 
* Pickups: Upper Humbueking piek: 
up mounted to the end of fingerboard and 
Teper igold) plated (plckup inounted ta tha 
pickguard 
™ Controls: "Two volume, two tone and one pickup selec 
ton aetchifuounted ta the peeks 
© Parts: Gold plated fancy tallplece and Smooth-Tuner 
achive Ne 
® Finish: Brown Sunburst 
Full Length: 42-4 Width: 21°17 
Frets: 20 Scale: 244 























No. 2464 


"Body ;, Arched spruce top with selected maple ba 
"Neck : Hard laminated maple. Set-In neck 
"Fingerboard: Polished ebony fingerboard with pearl 
inlays. 

"Pickups: Two gold plated Super 70 Anti-Hum 
pickups, 

"Parts: Gold plated fancy tailpiece and Smooth-Tuner 

machine heads, 


Natural, 
se 





= Finish 


Full Length 
Frets: 22 


Width: 21°17" 
Scale: 244° 












"Body: Arched spruce top with selected maple back and 

"Neck: Hard laminated maple. Set-In neck 

™ Fingerboard: Ebonized rosewood fingerboard with pearl 
inlays. 

‘Two gold plated Super 70 Anti-Hum 

pickups. 

= Parts: Gold plated fancy tailpiece and Smooth-Tuner 

machine heads, 

Natural 


404° 


™ Pickups 


= Finish 


Full Length 
Frets: 20 





Width 
Seale 

















20416 
pee 



































_No. 2355M 


= Body: Arched curly maple top with curly maple back 
and rims, 
Neck: Hard laminated maple. Set in neck 
ingerboard : Ebonized rosewood fingerboard with 
pearloid inlays, 
™ Pickups: Two chrome plated Super 70 Anti-Hum 
pickups, 
= Parts: Chrome plated tailpiece and machine heads, 
‘nish : Natural 


Full Length : 4044 Width : 204°%16" 
Frets: 20 Scale: 24° 














® Body: Arched spruce top with selected birch back and 
Hard laminated maple, Set in neck, 
srboard : Ebontzed rosewood fingerboard with 
pearloid inlays, 
* Pickups: Two chrome plated Super 70. Anti-Hum 
pickups 
= Parts: Chrome plated tailpiece and machine heads, 
inish; Brown Sunburst 


Full Length: 404° Width: 204°%16 
Frets: 20 Scale: 243 

















Body : Figured solid ash body. 

Neck: Hard laminated maple. Detachable neck 

Fingerboard: Maple fingerboard with black dot inlays. 

Pickups: Three hi-fidelity single coil pickups. 

Controls: S-position pickup selector. Master volume 
and two tone controls, 


Finish: Natural 


Full Length : 39° 


Width : 18°12" 
Frets: 21 5 


1 
Scale: 254 





_ No. 265528 


= Body: Burned ash body 

= Neck: One-piece hard rock maple neck 

™ Pickups: Three hi-fidelity single coil pickups. 

™ Controls: S:position pickup selector. Master volume 
and two tone controls, 

* Finish : Zebra-pattern figured grain by burning. 

Width: 18123 

Scale: 254 


Full Length : 39 
Frets: 21 



































= Body: Selected birch top with mahogany body. 

® Neck; Hard laminated maple. Detachable neck 
ygerboard : Maple fingerboard with black inlays. 
= Pickups: Two high power bass pickups. 

Controls: One master tone and two volume controls 
nish: Black-Cherry Sunburst 















Full Length > 46 Width = 20°% 14 
Frets: 20 Scale: 334 










































"= Body: Figured teak top with mahogany body 
feck : Hard laminated maple. Detachable neck. 
‘= Fingerboard : Maple fingerboard with black inlays, 
= Pickups: Two high power bass pickups. 

= Controls: One master tone and two volume controls 
= Finish: Walnut finish. 





Full Length: 46° Width : 20°14 


Frets: 20 Scale 






























































No. 26562B 


= Body: Figured solid ash body. = Body: Burned ash body. 

@ Neck: Hard laminated maple, Detachable neck, = Neck : One-piece hard rock maple 

® Fingerboard: Maple fingerboard with black inlays. © Pickups: Two high power bass pickups. 

® Pickups: Two high power bass pickups. © Controls: One master tone and two volume controls. 
® Controls: One master tone and two volume controls. ® Finish : Zebra-pattern figured grain by burning. 
ee ae Full Length : 46 Width : 20°% 14 
Full Length : 46° Width: 20°% 14 Frets: 20 Scale: 334° 
ets: 20 Scale: 334° 















































No. 2369B-WH 


= Body : Selected birch top with mahogany body 

= Neck: Hard laminated maple. Detachable neck. 

= Fingerboard: Maple fingerboard with pearloid inlays. 

™ Pickups: Special combination of No, 2365B's high power 
bass pickup and No.2366B's split bass pickup. 

= Controls: One master tone and master volume controls, 

© Finish : White. 











Wiath 
Seale 


20x13" 


334 


Full Length : 46° 
Frets: 20 























*® Body 
# Neck 








* Pickups 






Controls 
Black-Cherry Sunburst 


yrerboard 


One 
One 


Full Length 


20 


lected birch top with mahogany body 
Hard laminated maple. 












Detachable neck. 
Maple fingerboard with black dot inlays. 
split bass pickup. 

waster tone a 









nd master volume controls. 





0" Width 
Scale 























stile Fretless Bass Guitar. 


= Body: Selected birch top with mahogany 
= Neck: Hard laminated maple. De 

* Fingerboard : Fretless maple fin 
Pickups: One split bass pickup, 


Sunburst 


Width : 207% 13" 
Seale: 334 


Paes? 0 


E 











One-piece hard rock maple neck 
‘ups: One split bass pickup. 


One master tone and master volume controls. 


Zebra-pattern figured grain by burning. 


Full Length: 407 Width : 20713 
Scale: 334 
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= Body: Carved curly solid maple, 

= Neck; Hard laminated maple, Set-In neck. 

iwerboard : Ebonized rosewood with pearl block 
inlays. 

™ Pickups: Two gold plated Super 70 Anti-Hum 
pickups, 

™ Parts: Gold plated fancy tailpiece and Smooth-Tuner 

machine heads, 
= Finish: Cherry sunburst. 





Full Length :40° 
Frets: 22 


Width: 16 
Scale: 244" 














™ Body: Curly solid maple body 
® Neck: Hard laminated maple, 
® Fingerboard; Rosewood with fancy inlays, 

® Pickups: Two single coil pickups. 

™ Controls: Two tone and two yolume controls. 

™ Parts: Chrome plated tailpiece and machine heads, 
= Finish: Cherry Sunburst 


Detachable neck, 


Full Length : 39° 
Frets: 24 


Width : 194x134" 
Scale: 244° 






































™ Body : Curly maple body. 
™ Neck: Hard laminated maple. One piece through body. 
"Fingerboard : Rosewood with fancy inlay: 
"Pickups: Two chrome hi-power bass pickups 
™ Parts: Chrome plated heavy constructed bridgetailpiece 
and machine heads, 
"Finish: No, 2389B/MR_— Maroon. 
No, 2389B/NT Natural 
No, 2389B/BK Black. 


Full Length: 444° Width: 194-"2147 
Frets: 20 Scale: 334 








No. 2388B/MR/NT/BK 


® Body: Selected birch top with mahogany body 
"Neck: Hard laminated maple. Detachable neck. 
* Pickups: Two chrome plated hi-power bass pickups. 
* Controls: Two tone and two volume controls. 
* Parts: Chrome plated heavy constructed bridge-tailpiece 
and machine heads. 
* Finish: No.2388B/MR Maroon. 
No.2388B/NT Natural. 
No. 2388B/BK Black. 


Full Length: 444 Width : 194° 14 
Frets: 20 Scale: 334 
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